From: 

Shaw Tom <tdshaw@facil.umass.edu > 

Sent: 

Monday, January 11, 2010 11:51 AM 

To: 

Hanchett, James (DPH) 

Subject: 

RE: Morrill I Renovations 

Jim, 



The designers for this project would like to come out for an initial site visit this Thursday. Would 9 or 9:30 work for you? 
THANKS TOM 
Thomas D. Shaw, P.E. 

Associate Director for Design & Construction 

Facilities Planning Division 

University of Massachusetts 

360 Campus Center Way 

Amherst MA 01003 

Voice: 413.545.6499 

Fax: 413.545.3684 

Cell: 413.687.1220 


From: Hanchett, James (DPH) 1mailto:James.Hanchett@state.ma.us1 
Sent: Tuesday, December 22, 2009 8:51 AM 
To: Shaw Tom 

Subject: Morrill I Renovations 

I will be your contact person to gain access to the rooms in Morrill I under the auditorium (Jim Hanchett 545- 
2607) for access to the 4* floor (Helen Taugher 545-6400). Julie Nassif and Grace Connolly from our Jamaica 
plain lab will review plans and make the finale decisions. 

Jim Hanchett 
Amherst Drug Lab 
N251 Morrilll 
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